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August 14, 1973 


Lt. General Vernon Walters 

Deputy Director of Central intelligence 

Langley, Virginia 23365 

Dear General Walters: 

Many thanks for the fine series of briefings and 
luncheon that I received as a result of your interest 
and support pending my arrival in Stuttgart to assume 
my new duties as Major General, USEUCOMs^ 7 * I greatly 
appreciate your help and the help of all the people 
in the agency that I received last week. 

Again, thank you. Good luck in the Watergate 
Hearings . 
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